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CORRIGENDUM 


The 18th July 2007 


No.10457 — I- ITI – 41/2007-(Pt.) - I. - The word /words appearing in "Serial No.1 of Para.-G. Fee 
Structure for MBBS programme” of the DepartmentNotification No. 10302 - 1. dated the 12th July 2007 may 
be read as Hi-Tech Medical College & Hospital instead of Hi- Tech Dental College & Hospital. 
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Under Secretary to Government 
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